EXCLUSIVE TO 
Т d Zen Dog Health 


REDUCES PAIN & INFLAMMATION 
ENHANCES CELLULAR RESPIRATION 


EXCLUSIVE TO 


( М )Zen Dog НсаПһ 


PHYSIO МЕТ 


РЕМҒ THERAPY МАТ 


А PHYSIO VET Pulsed EI 
(PEMF) The y Mat is a medica 
treatment device designed for clinic 


WATERPROOF, e 
WIPE CLEAN : 
e 7: 2 
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APPLICATORS 


KIT BAG Ч 
м/ Two Channels N 
^ Colour Display 
// Intensity up to 2006 
w/ Frequency up to 75hZ 
f 18 Programs Available 
^ Applicators for Targeted Relief 


CONTROL 
UNIT 
DEVICE CASE m 
PROGRAMS 
Analgesic 10. Sciatic Nerve 
2. Arthritis . Neuropathy 
3. Arthrosis 12. Prostheses 
4. Muscular Atrophy 13. Osteonecrosis 
5. Discopathy 14. Osteoporosis 
| 6. Fractures 5. 1Hz Treatment 
| 7. Healing 16. 18 Hz Treatment 
| 8. Ligament Lesion 17. 50 Hz Treatment | 


9. Tendon Lesion 8. 75 Hz Treatment / 


Visit www.zendoghealth.co.uk to find out more 


